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Message Text 



UNCLASSIFIED 

PAGE 01 STATE 143054 

71 

ORIGIN AEC- 11 

INFO OCT-01 10-13 ADP-00 SCI-06 OIC-04 RSC-01 /036 R 
66607 

DRAFTED BY: USAEC:IP:IAEA:JEAMMONS 
APPROVED BY: SCI/AE - HD. BREWSTER 
USAEC:IP:DADA AND L :RNSLAWSON 
lO/SCT-J.TREVITHICK 

013413 

P201952ZJUL73 

FM SECSTATE WASHDC 

TO USMISSION IAEA VIENNA PRIORITY 

UNCLAS STATE 143054 

E.O. 11652: N/A 

TAGS: AORG, OCON, TECH, IAEA 

SUBJ: IAEA PANEL ON CODE OE PRACTICE ON SAFE REACTOR DESIGN AND 
CONSTRUCTION, VIENNA, AUGUST 20-24, 1973 
REE: IAEA VIENNA 6001 

1. MISSION MAY NOMINATE DONALD F. SULLIVAN (USAEC DESIGN STAN- 
DARDS BRANCH, DIRECTORATE OE REGULATORY STANDARDS) AS U.S. 
PARTICIPANT IN SUBJECT PANEL MEETING AT AGENCY EXPENSE. INVIT- 
ATION AND RELATED PAPERS SHOULD BE AIRMAILED SOONEST TO SULLIVAN. 

2. AIR TRAVEL AUTHORIZATION SHOULD BE ISSUED TO PAN AMERICAN AIR- 
WAYS. WILL ADVISE OF TRAVEL SCHEDULE AND HOTEL REQUIREMENTS. 

3. NOMINEE IS USG EMPLOYEE WHICH ACCEPTABLE IN LIEU REQUIREMENTS 
SECTION VIII, E.O. 10422. RUSH 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 20 JUL 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973STATE1 43054 

Document Source: CORE 

Document Unique ID: 00 

Drafter: USAEC:IP:IAEA:JEAMMONS 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: STATE 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t1 973071 9/aaaaanws.tel 

Line Count: 44 
Locator: TEXT ON-LINE 
Office: ORIGIN AEC 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 73 IAEA VIENNA 6001 
Review Action: RELEASED, APPROVED 
Review Authority: worrelsw 
Review Comment: n/a 
Review Content Flags: 

Review Date: 21 DEC 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <21 -Dec-2001 by thomasv0>; APPROVED <12 MAR 2002 by worrelsw> 

Review Markings: 
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EO Systematic Review 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: IAEA PANEL ON CODE OF PRACTICE ON SAFE REACTOR DESIGN AND CONSTRUCTION, VIENNA, AUGUST 20-24, 1973 
TAGS: AORG, OCON, TECH, IAEA 
To: IAEA VIENNA 
Type: TE 
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